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Effective: June 16, 1958 


Supersedes: May 9, 1958 


Revision: B 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM 4 
MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
1 64009 Network, Pulse Delay, ESL 
CORP. No. 33-59 $ 125.00 1 $ 125.00 
2 11426 Pre-Amplifier, For Magnetic 
Amplifier, per R-W Dwg. No. 
30,000,215 360.00 1 360.00 
3 70032 Wire, Electrical, FORMVAR 
No. 30, 25 Ft. Section 1 GFE 
4 65000 Fork Resonator, Tuning, 
PHILOMON LABS. No. J4OOKN-4085 86.00 1 86.00 
5 21076 Capacitor, 1 MMFD, + «5 MMFD, 
500 V., ELEMENCO No. DM15CO1O 1 GFE 
6 21090 Capacitor, Trimmer, 8-8.5 MMFD, 
J. F. D. No. vC9GW 2 GFE 
7 30263 Capacitor, 3.3 MMFD, + .25 MMFD, 
600 V., CENTRALAB No. TCZ-3.3 > GFE 
8 21077 Capacitor, 10 MMFD, + .5 MMFD, 600 V., 
CENTRALAB No. TCZ-10 5 GFE 
9 21072 Capacitor, 8-4.5 MMFD, J. F. D. 
No. VC1LOGW 2 GFE 
10 21055 Capacitor, Tantalum, 8 MFD, 150 V., 
G. E. No. 29F406 5 GFE 
11 21036 Capacitor, Tantalum, 2 MFD, 150 V., 
G. E. No. 29F413 1 CFE 
12 21109 Capacitor, Tantalum, 2 MFD, 75 V., 
G. E. No. 29F586 1 GFE 
13 21069 Capacitor, Tantalum, 100 MFD, 
10 V.,) FANSTEEL No. PPLOOBLOAL 10 GFE 
w=] = 
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Effective: June 16, 1958 


Supersedes: May 9, 1958 


Revision: B 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM | 

ESTIMATED NO. OF ESTIMATED 
NOMENCLATURE UNIT COST UNITS AMOUNT 
Capacitor, Tantalum, 60 MFD, 
30 V., FANSTEEL No. PP4OB30Al 5 GFE 
Capacitor, Tantalum, 5 MFD, 50 V., 
FANSTEEL No. PPSB5OAL 10 GFE 
Capacitor, Tantalum, 1.5 MFD, 
15 Ve, G. E. No. 29F503 6 GFE 
Capacitor, Tantalum, 3.5 MFD., 
75 V-, FANSTEEL No. PP35B75AL 10 GFE 
Capacitor, Tantalum, 20 MFD, 
10 V., FANSTEEL No. PP2OBLOAL 2 GFE 
Capacitor, Tantalum, 100 MFD, 
50 Ve, G. E. No. 29F410 6 GFE 
Capacitor, Tantalum, 2 MFD, 
100 V., FANSTEEL No. PP2B1LO0C1 15 GFE 
Capacitor, Tantalum, 25 MID, 
100 V., G. E. Now 29F516 2 GFE 
Capacitor, Tantalum, 1.75MFD, 
125 V., FANSTEEL No. PP1.75BL25C1 15 GFE 
Capacitor, Tantalum, 25 MFD, 
150 V., G. E. No. 29F478 16 GFE 
Capacitor, .001 MFD, 200 V., 
AEROVOX No. P123ZNG y) GFE 
Capacitor, .0015 MFD, 200 V., 
AFROVOX No. P123ZNG 5 GFE 
Capacitor, .005 MFD, 200 V., 
AEROVOX No. PlO3ZNG 2 GFE 
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Effective: 


Revision: 


EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM 4 
ESTIMATED 
NOMENCLATURE UNIT COST 


Capacitor, .5 MID, 200 Vey 
AEROVOX No. P123ZNG 


Capacitor, .01 MFD, 200 V., 
AEROVOX No. P123ZNG 


Capacitor, .015 MFD; 200 V., 
AEROVOX No. P123ZNG 


Capacitor, .02 MFD, 200 Vey 
AEROVOX No. P123ZNG 


Capacitor, .05 MFD, 200 Vi; 
AEROVOX No. P123ZNG 


Capacitor, .1 MFD, 200 V., 
AEROVOX No. P123ZNG 


Capacitor, .25 MFD, 200 Vey 
AEROVOX No. P123ZNG 


Capacitor, 50 MFD, 250 Vey 
SPRAGUE No. 17D6 


Capacitor, .521 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT15213 


Capacitor, Silver Mica, 4300 
MMFD, 500 V., CM35D432g 


Capacitor, .053 MFD, 100 Vy 
+ 2%, HOPKINS No. 1KT1533 


Capacitor, .061 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT1613 


Capacitor,.067 MFD, 100 ¥., 
+ 2%, HOPKINS No. 1KT1673 


B 
NO. OF ESTIMATED 
UNITS AMOUNT 
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Effective: June 16, 1958 


Supersedes: May 9, 1958 


Revision: B 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM 4 
ESTIMATED NO. OF ESTIMATED 
NOMENCLATURE UNIT CosT UNITS AMOUNT 
Capacitor, .O77 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT1773 h GFE 
Capacitor, .089 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT1893 4 GFE 
Capacitor, .091 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT1913 4 GFE 
Capacitor, .101 MFD, 100 V.,; 
+ 2%, HOPKINS No. 1KT11013 4 CFE 
Capacitor, .118 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT11183 4 GFE 
Capacitor, .133 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT11333 k GFE 
Capacitor, .153 MFD, 100 Vi, 
+ 2%, HOPKINS No. 1K1T11533 iM CFE 
Capacitor, .165 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT11653 2 GFE 
Capacitor, .176 MFD, 100 V., 
+ 2%, HOPKINS No. 1KT11763 2 GFE 
Capacitor, .24 MFD, 100 ¥., 
+ 2%, HOPKINS No. 1Kl2h4 2 GFE 
Capacitor, 55-55 MFD, 350 V., 
SPRAGUE No. CE53F550P 2 GFE 
Capacitor, 45 MFD, 350 V., 
SPRAGUE No. CESIFA50P 2 GFE 
Capacitor, 50-50-50 MFD, 
150 V., SPRAGUE No. 17D16 1 CFE 
Capacitor, 40-ho MFD, 450 v., 
SPRAGUE No. 17D15 2 GFE 
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Effective: June 16, 1958 
Supersedes: May 9, 1958 


Revision: B 


EQUIPMENT LIST BB 


DEPOT SPARES FOR SYSTEM 4 


ESTIMATED NO. OF ESTIMATED 
NOMENCLATURE UNIT COST UNITS AMOUNT 
Capacitor, 40-40-40 MD, 
250 V., SPRAGUE No. 17D17 3 GFE 
Capacitor, Disc, Ceramic, 
+001 MFD, 600 V., ERIE 
No. 801-001 3 GFE 
Capacitor, 1 MMFD, 600 V., 
CENTRALAB No. TCZ-1RO 3 GFE 
Capacitor, Disc, Ceramic, 
ERIE No. 801-002, .002 MED, 
600 Vv. 5 CFE 
Capacitor, 2 MFD, 1000 V., 
+ 10%, SPRAGUE No. CP70ELEG205K 3 GFE 
Capacitor, .01 MFD, 1500 V., 
SPRAGUE No. CP26A1EH1LO3K 3 GFE 
Capacitor, .5 MFD, 2500 V., 
SPRAGUE No. CP7OELEK504K 3 GFE 
Capacitor, 0.8-4.51 MMFD, 
J.F.D. No. VC10G 3 GFE 
Capacitor, 50 MMFD, 
CENTRALAB No. TCZ-50 5 GFE 
Capacitor, Silver Mica, 
1000 MMFD, ERIE No. 370-CB- 
LO2K 5 GFE 
Capacitor, Feedthru, 500 MMFD, 
+ 20%, CENTRALAB No. MFT 500 5 GFE 
Copacitor, 0.1 MFD, 5000 Vey 
FIIM CAP INC. Type D, No. DELETE 


b6-50-100 
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Effective: June 16, 1958 
Supersedes: Me: 1958 
Revision: B 


EQUIPMENT LIST BB 


DEPOT SPARES FOR SYSTEM 4 


MP ESTIMATED NO. OF = ESTIMATED 
NUMBER NOMENCLATURE UNIT COST UNETS AMOUNT 
30422 Capacitor, Variable, 7-45 MMFD, 

ERIE No. TS2A-7 2 GFE 
30559 Capacitor, Discap, .Ol MED, 

+ 20%, CENTRALAB No. DD-1032 5 GFE 
30571 Capacitor, 2.2 MPD, G00 V., 

CENTRALAB No. TCZ-2R2 5 GFE 
30585 Capacitor, 20 MMFD, 600 Y., 

CENTRALAB No. 'TCZ~20 5 GFE 
30545 Capacitor, Discap, .001 MFD, 

1000 V., CENTRALAB No. DD-102 5 GFE 
30542 Capacitor, Piston, J. F. D. 

No. VC16G 3 GFE 
40207 Choke, 39 MH, JEFFERS 

ELECTRONICS No. 10203-0 2 GFE 
40180 Choke, R. F. per R-W Dwg. 

No. 50240543-2 $ 5.00 3 $ 15.00 
4003 Choke, 10 MH, JEFFERS 

ELECTRONICS No. 10102-32 3 GFE 
40139 Choke, .47 MH, JEFFERS 

ELECTRONICS No. 10100-26 3 GFE 
kkoo2 Choke, 8.2 MH, JEFFERS 

ELECTRONICS No. 10102-30 3 GFE 
40030 Choke, 15 MH, JEFFERS 

ELECTRONICS No. 10102-36 3 GFE 
400344 Choke, 0.15 MH, JEFFERS 

ELECTRONICS No. 10100-20 2 GFE 
10156 Choke, 4.7 MH, JEFFERS 

; ELECTRONICS No. 10102-24 3 GFE 

0223 Choke, 1.5 MH, JEFFERS 
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Revision: B 
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EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM 4 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST = UNT'TS AMOUNT 
— Ss amamemeemennen st natn enetmetener ee | cpaeteeeneeeme nee S ctieeetitieetnete oie 
sy hooke Choke, 2.2 MH, JEFFERS 
ELECTRONICS No. 10100~34 $ 3 $ GFE 
82 40090 Toroid, Inductor, 70 MH, 
1.25 Amp., RAYCO No. 0-2007 10.36 2 20.72 
83 4o1s9 Toroid, Inductor, 10 MH 
700 MA, RAYCO No. 0-200 9.03 1 9.03 
8h 40139 Torold, Inductor, 100 MH, 
600 MA, RAYCO No. 0-2070 DELETE 
85 40231 Toroid, Inductor, 15 MH, 
150 MA, RAYCO No. 0-2002 6.63 2 13.26 
85 40201 Toroid, Inductor, 100 MH, 
150 MA, RAYCO No. 0-2192 16.00 1 16.00 
87 40218 Choke, 3.7 H, 100 MA, ARC 
88 40203 Choke, 15 H, 50 MA, ARC 
No. 13456 21.40 1 21.40 
89 40064 Choke, 1.0 MH, JEFFERS 
ELECTRONICS No. 10100-30 3 CFE 
90 40057 Choke, .33 MH, JEFFERS 
ELECTRONICS No. 10100-24 5 GFE 
91 40051 Choke, .22 MH, JEFFERS 
ELECTRONICS No. 10100-22 \ CFE 
92 11348 Choke, R. F. Assembly, per 
R-W Dwg. No. 50240543-1 5.00 10 50.00 
92 11759 Choke Assembly, Plate, per 
R-W Duy. No. 502h0542-1 5.00 3 15.00 
gh 11777 Choke Assembly, Plate, per 
R-W Dwi;. No. 50240542-2 5.00 3 15.00 
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Supersedes: __ May 9, 1958 


Revision: B 


EQUIPMENT LIST BB 


DEPOT SPARES FOR SYSTEM 4 


NOMENCLATURE 


Choke Assembly, Plate, 


per R-W Dwg. No. 502%0542~3 


Choke, per R-W Dwg. 
No. 50240559 


Coil Assembly, Tuned, per 
R-W Dwe. No. 502k05h1 -1 


Coll Assembly, Tuned, per 
R-W Dwg. No. 50240541-2 


Coil Assembly, Tuned, per 
R-W Dwg. No. Sozhoshh 


Coll Assembly, Tuned, per 
R-W Dwg. No. 502k05k5 


Coil, Tuned, per R-W Dwg. 
No. 50240546 


Coil, Tuned, per R-W Dwg. 
No. 50240550 


Coil, Tuned, per R-W Dwg. 
No. 50240551 


Coil, Tuned, per R-W Dwg. 
No. 50240547 


Coil, CTC No. PLST-2ceL/G 


Coil, 40 MC, per R-W Dwe. 
No. Sk2h-30-5 


Coil, 160 MC, per R-W Dwe. 
No. SK24-32-11 


Coll Assembly, Tuned, per 
R-W Dwg. No. 502/059 


ESTIMATED NO. OF ESTIMATED 
UNIT COST UNITS AMOUNT 


5.00 3 15.00 
5.00 1 5.00 
5.00 1 5.00 
5.00 1 5.00 
5.00 1 5.00 
5.00 1 5.00% 
5.00 1 5.00 ~ 
5.00 1 5.00% 
5.00 1 5.00" 
.50 10 5.00° 
5.00 2 10.00 ~ 
5.00 2 10.00 ° 
5.00 5 25.00~ 
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Revision: B 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM 4 
MP EGTIMATED NO. OF  &STIMATED 
ITEM NUMAER = NOMENCLATURE UNIT CosT UNZ'TA AMOUNT 
109 11734 Cotl, Tintng, per R-W Dw. 
No. 502h0557 $ 5.00 2 $ 10.00° 
110 1179 Col], Tuning, per R-W Dwi. 
No. 50240555 5.00 2 10.00 
11 11.751 Coil, Tuning, per R-W Dwi. 
No. 5020556 5.00 2 10.00 ° 
212 hoLoh Reactor, Torold, 36 Mil, + 1% 
AFROVOX No. 050-30-E-F-B (3 a) 4.80 5 2h.oo » 
113 ho1oe Reactor, Torotd, 17.5 MH, 
AEROVOX No. 050-17.5-E-F-B £6 #3) 4.53 5 22.65° 
14 Lo201 Inductor, Toroid, + 1%, BURNELL 
No. TCM-0.36 MH DELETE 
115 40083 Coll, Adjustable, MILLER COIL 
CO. No. 4309 1.50 3 4.50° 
115 40005 Coll, Adjustable, MILLER COIL 
CO. No. 4312 1.50 1 1.50° 
TAZ 0263 Inductor, Toroid, 100 MH, 700 
Cycles, + 1%, AEROVOX No. 585- 
100-E-F 6.12 5 30.60 * 
113 70103 Crystal, Quartz, MONITOR 
: PRODUCTS CO. 1.0 KC, 
MC-132J 68.00 1 68.00 © 
119 A590T Crystal, Quartz, MONITOR 
PRODUCTS CO. 100 KC, 
MC-13A-5ONL 12.60 1 12.60 ‘ 
129 H50P) Crystal, Quartz, MONITOR 
PRODUCTS CO. 10 KC, 
MO-13I 36.00 1 36.00 © 
171, 6909) Crystal, 140.0 MC, 6O Ohms, 
ML-G older, MIDLAND MUG. CO. 9.50 1 9.50: 
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Supersedes: 
Revision: 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM | 
ESTIMATED 

NOMENCLATURE UNIT COST: UNITS 
Crystal, Rectifier, HEWLETT- 
PACKARD No. 212-G11A 6 
Crystal, Rectifier, HEWLETT- 
PACKARD No. 212-G11B 3 
Diode, TRANSITRON No. TM 34 12 
Diode, TEXAS INSTRUMENT CO, 
No. 651C6 Zener \ 
Diode, 1N315 4 
Dicde, PACIFIC SEMICONDUCTOR 
No. 552A 80 
Diode, TEXAS INSTRUMENT CO, 
No. 653C¢ 2 
Diode, TRANSITRON No. &V~-15, 
15 V. Zener 10 
Diode, HUGHES No. 6005 10 
Diode, 1N458 20 
Diode, TEXAS INSTRUMENT co, 
No. 1N588 6 
Diode, HUGHES No. 1N627 2 
Diode, HUGHES No. 6557 8 
Diode, Silicon Power 
TRANSITRON No. 1N337 2 
Diode, Silicon Power 
TEXAS INSTRUMENT CO, No. 1N591 DELETE 
Diode, Voltare Reference 
TEXAS INSTRUMENT CO. No. 650CO 1 


Dloda, Voltnre Reference 
TEXAS INGIRUMEND CO. No. 652C8 
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Revision: B 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM 
ESTIMATED NO. OF ESTIMATED 
NOMENCLATURE UNIT COST UNITS AMOUNT 
Dicde, Voltage Reference , 
TRANSITRON No. SV-818-20 y¥ 2 GFE 
Diode, 1N625 1 GFE 
Diode, HUGHES No. 6001 2 GFE 
Diode, 1N198 1o GFE 
Diode, HUGHES No. H. R. 
10251 5 GFE 
Diode, Crystal, 1N55 3 GFE 
Fuse, 8 Amp., 4AG, Slo-Blo, 
LITTLEFUSE No. 413008 20 GFE 
Fuse, 15 Amp., Lac, Slo~Blo, 
LITTLEFUSE No. 413015 20 GFE 
Fuse, 6 Amp. , 34G, Slo-Blo, 
LITTLEFUSE No. 313.600 20 GFE 
Fuse, el Amp. , 3AG, Slo-Blo, 
LITTLEFUSE No. 313.100 20 GFE 
Fuse, 1 Amp., 3AG, 
LITTLEFUSE No. 312001 20 GFE 
Fuse, 15 Amp.y 3AG, Slo-Blo, 
LITTLEFUSE No. 313.150 20 GFE 
Fuse, .2 Amp., 3AG, Slo-Blo, 
LITTLEFUSE No. 313.200 20 CFE 
Fuse, Ay Amp., 34G, Slo-Blo, 
LITILEFUSE No. 313.400 20 GFE 
Fuse, 6 Amp., 3AG, 
LITILEFUSE No. 312006 20 GFE 
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Revision: B 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM | 
MP . ESTIMATED NO. OF ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
1sh 56019 Fuse, «3 Amp., 3AG, Slo-Blo, 

LITT'LEFUSE No. 313.300 $ 20 $ GFE 
155 56007 Fuse, 1 Amp., BUSSMAN MFG. 

CO. No. MDL-1 20 GFE 
156 56016 Fuse, 1/2 Amp., BUSSMAN 

MFG. CO. No. MDL~1/2 20 GFE 
157 56021 Fuse, .25 Amp., 3AG, 

LITTLEFUSE No. 313.250 20 GFE 
158 59009 Lamp, Pilot, 28 V., .035 Amp., 

AN 3121-1819 10 GFE 
159 59002 Lamp, Pilot, 28 V., .O4 Amp., 

AN 3140-327 10 GFE 
160 59014 Lamp, 28 V., G. E. No. 1829 10 GFE 
161 59024 Lamp, 608 V., .25 Amp., 

Bayonet Base, TUNG-SOL No, 4h 10 GFE 
162 59013 Lamp, G. E. No. 47 20 GFE 
163 59046 Lamp, Neon Glow, 65 V., 1/25 Wey 

NE2 10 GFE 
164 59093 Lamp, 10 W., 250 V., Candelabra 

Base, G. E. No. 1056/10 10 GFE 
165 59115 Lamp, Neon Glow, NE51 10 GFE 
145 11450 Fan, Miniature Missile, 3 

Phase, 400 CPS, 115/200 V., . 

ROTRON MFG. Aximax IL, A0-9222 55.00 3 165.00 ° 
1457 11659 Motor, 28 V. D-C, WESTERN GEAR 

CORP. No. PSBH3 DELETE 

-]26 
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1, 195 
Supersedes: May 9, 1958 
Reviston: B 
ere en eee ee ee TS 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM 
ESTIMATED NO. OF ESTIMATED 
NOMENCLATURE UNIT COST = UNT'T'B AMOUNT 
Motor, Generator, KEARFOrT 
CO. No. R-309-2A W/97:1 $ 269.00 1 $ 269.00" 
Potentiometer, 100 Ohm, 
CLAROSTAT No. 4oM-9 1 GFE 
Potentiometer, 1/2 W, 2.5 K, 
ALLEN BRADLEY No. GWLU 2522 2 GFE 
Potentiometer, 250 K, 1/2 W., 
ALLEN BRADLEY No. GWLU 25h2 2 GFE 
Potentiometer, OHMITE MFG, CO, 
No» CLU-2531, 25K 2 GFE 
Relay, ELGIN No. SNIC 8000-p 13.50 5 67.50 
Resistor, Deposited Carbon 
1M, 1/2 W., +14, RN7OBLOOLP, 
MIL-R-10509B 2 GFE 
Resistor, 2.7K, 3W, + 5%, 
SPRAGUE Blue Jacket, Type 
151E 2 GFE 
Potentiometer, 500 Ohms, 1/2 W., 
ALLEN-BRADLEY No. GWLU 5012 3 GFE 
Potentiometer, 2K, 1/2 W., 
ALLEN-BRADLEY No. GWLU 2022 5 GFE 
Resistor, 10K, 1/2 W., + 14, 
RN2OX1L002F, MIL-R-10509B 5 GFE 
Reolstor, 150K, 1/2W., + 1%, 
RN20X1.503F, MIL-R-10509B 5 CFE 
Resistor, 5W, + 5%, SPRAGUE 
No. 27E-2K 2 GFE 
~13- 
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Supersedes: Ma: 1958 


Revision: B 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM 4 

ESTIMATED NO. OF ESTIMATED 
NOMENCLATURE UNIT COST UNITS AMOUNT 
Resistor, 10 W., 5%, SPRAGUE 
No. 28E-50K 4 GFE 
Resistor, lOK, 2 We, 1%, 
I. R. C. Type DCH 1 GFE 
Resistor, 20K, 1 W., 1%, I.R.C. 
Type DCH 1 GFE 
Resistor, 50 K, QW., 1%, I.R.C. 
Type DCH 2 GFE 
Resistor, 5 W., 5%, SPRAGUE No. 
27E-12K 1 GFE 
Resistor, Deposited Carban, 
51K, 1/2 W., + 1%, RN7OBS1OeF, 
MIL-R-10509B 1 GFE 
Resistor, Deposited Carbon, 
100K, 1/2 W., + 1%, RN7OBLOO3F, 
MIL-R-10509B . 1 GFE 
Resistor, Deposited Carbon, 
62K, 1/2 W., 1%, RN7OB6202F, 
MIL-R-10509B 1 GFE 
Resistor, Deposited Carbon, 
82k, 1/2 W., 1%, RN7OBS202F, 
MIL-R-10509B 1 GFE 
Resistor, Deposited Carbon, 
75K, 1/2 We, 1%, RN7OB7502F, 
MIL-R-10509B 1 GFE 
Resistor, Deposited Carbon, 
5K, 2 W., 1%, RNSOADOOIF, 
MLL-R-10509B 1 GFE 
Resistor, Deposited Carbon, 
1.5K, 1W, 1%, RN7SALSOLF, 
MIL-R-105093 1 CFE 
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MP 
NUMMER 


20623 


20579 


20604 


21303 
21232 
11793 
11805 
10534 


40179 


Supersedes: May 9, 1958 


EQUIPMENT LIST BB 


DEPOT SPARES FOR SYSTEM | 


NOMENCLATURE 


Resistor, Deposited Carbon, 
Sek, 1 W., 1%, RN75B820er, 
MIL-R-105098 


Reststor, NK, 3 We, 5%, 
ALLEN BRADLEY No. GM-47K 


Potentiometer, Variable, 
10 K, .2 W., CLAROSTAT No.. 
48M-9-10K 


Resistor, 100 Ohms, 2 W., 
+ 1%, DALE PRODUCTS CO. 
No. RS-2 


Resistor, Thermistor, 1K, 
CARBORUMDUM No. 479H-4 


Resistor, Thermistor, 1200 Ohms , 
CARBORUMDUM No. 479H 


Resistor, 220 Ohms, 2 W., + 1%, 
DALE PRODUCTS CO. No. RS-2 


Snift Register, Magnetic, 
EPSCO CO. No. 2R2-W 


Surcve Arrester, AIRCRAFT RADIO 
CORP. No. 8505 


Solenoid, WEST COAST ELECTRIC 
CORP. No. A373 


Solenoid, WEST COAST ELECTRIC 
CORP. No. A375 


Thermostat, Type B, B9770-3 
MIG, KLIXON No. Ch3hh-5-3 


Inductor, Torold, 1MH, + 1%, 
BURNELL No. TCM-5 


Revision: 
ESTIMATED NO. OF 
UNIT COST UNITS 
$ 1 

1 

2 

2 

1.00 1 
1.00 1 
2 

9.10 20 
1.28 1 
16.50 1 
20.00 1 
9.75 2 
5.50 i 

«l15-« 


B 


ESTIMATED 
AMOUNT 


GFE 


182.00 ~ 
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Effective: June 16, 1958 
an at Dd LS 
Supersedes; May 9, 1958 


Revision: B 
eae ae a 


EQUIPMENT LIST BB 


DEPOT SPARES FOR SYSTEM 


ed ESTIMATED No. OF ESTIMATED © 


ITEM NUMRER NOMENCLATURE UNIT COST UNITS AMOUNT 
206 40186 Inductor, Toroid, 2.5 MH, 

+ 1%, BURNELL No. TCM-6 $ 4.75 1 $ 4.75 ° 
207 40164 Inductor, Taroid, 5 MH, + 1%, 

BURNELL No. 'TCM-6 4.75 1 4.75 
208 58061 Transformer, TRIAD No. HS-50 38.70 1 38.70 
209 58066 Transformer, TRIAD No. JAF-31 20.20 1 20.20 
210 58067 Transformer, Power, RAYCO 

2216 No. 1 16.00 1 16.00 ~ 
all 58051 Transformer, Power, RAYCO 

No. 2217 54.55 1 54.55 ° 
212 58079 Transformer, Power, RAYCO 

No. 2218 58.75 1 58.75 ° 
213 58091 Transformer, RAYCO No. 2319A 33.25 1 33.25 ° 
214 58063 Transformer, Filament, ; 

RAYCO No. 02289 16.54 1 16.54 ~ 
215 58094 Transformer, Mag-Amp, per 

R-W Dwg. No. 30000279 26.70 1 26.70 ~ 
216 58130 Transformer, UNITED TRANS~ : 

FORMER CORP. No. A-18 11.00 1 11.00 
217 58055 Transformer, HADLEY, No. 11149 45.00 1 45.00" 
218 58054 Transformer, UNITED TRANS- 

FORMER CORP. No. A-25 15.00 1 15.00 ° 
219 58059 Transformer, VALOR No. 7 

04LB321 6.30 1 6.30 
229 11305 Magnetic Amplifier, Tape 

Transport, Servo Control, per 

R-W Dwo. No. 50240223 23.61 1 23.61 ° 
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Effective: June 16, 1958 


Supersedes: May 9, 1958 


Revision: B 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM 4 
MP ESTIMATED NO. OF ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
221 58125 Transformer, UNITED TRANS-~ 

FORMER CORP. No. sso8 $ h.20 1 $ 4.207 
222 58118 Transformer, TEXAS INSTRU- 

MENT CO. No. SMLO1D 5.60 1 5.60° 
223 58111 Transformer, Pulse, VALOR 7 

No. 2513632 5.60 1 5.60 
224 58121 Transformer, PCA No. MPT- 

111-16 1 GFE 
225 58068 Transformer, VALOR No. 

25LB631 5.60 i 5.60° 
226 58079 Coil, per R-W Dwg. No. 

SK24 -32-7 DELETE 
227 11166 Coil, per R-W Dwg. No. 

SK2h -32-6 5.00 1 5.00° 
228 11519 Magnetic Amplifier Assembly, 

Per R-W Dwg. No. 30,000274 300.00 1 300.00 - 
229 58088 Transformer, Filament, RAYCO 

No. 1605-1A, MIL-T-27A 19.80 1 19.80° 
230 58134 Transformer, Power Stepdown, 

Per R-W Spec. No. 2h0 12.82 1 12.82 
231 58101 Transformer, Filament, RAYCO 

No. 0-2079 16.72 1 16.72’ 
232 58003 Transformer, Pulee, MAG : 

ELECTRIC No. TV 1125A 16.00 1 16.00 
233 11227 Transformer, per R-W Dwg. ; 

No. SK24-32-8 35.00 1 35.00 
ea 99927 Troncoistor, TEXAS INSJRUMENT 

CO. No. 970 31 GFE 

~17- 
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MP 


NUMBER 


50018 
5000h 


50036 
49999 
50060 


50007 
30515 
20670 
20595 
20619 
20629 
20541 


45121 
45119 
451N3 


fective: 


June 16, 1958 


Supersedes: May 9, 1958 


Revision: 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM 1 
ESTIMATED 


NOMENCLATURE UNIT COST 


Transistor, TEXAS INSTRUMENT 
CO. No. Jho 


Transistor, TEXAS INSTRUMENT 
CO. No. 952 


Transistor, DEICO No. 2N290 
Transistor, CLEVITE No. 2N268 


Transistor, TEXAS INSTRUMENT 
CO. No. 2N263 


Transistor, TEXAS INSTRUMENT 
CO. No. 926 (3N27) 


Trimpot, 500 K, BOURNS 
LABS No. 120-15-500,000 


Trimpot, 100 Ohms, BOURNS 
LABS No. 160-1-101 


Trimpot, 25 K, BOURNS LABS 
No. 132-1-E-25000 


Trimpot, 200 K, BOURNS 
LABS No. 120-15-200,000 


Trimpot, 2 K, BOURNS LABS 
No. 160-1-202 


Trimpot, 50 K, BOURNS 
LABS No. 120-15-50,000 


Tube, Vacuum 6CE6 
Tube, Vacuum, 6AX5/GT 


Tube, Vacuum, 6AU5GT 


np OD NY ND 


-18- 
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‘Approved For Release 1999/09/08 : CIA-RDP81B00878R000200070008-0 
: . Effective: June 16, 1958 
Supersedes: May 9, 1958 


Revision: B 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM 1 
MP ESTIMATED NO. OF ESTIMATED 
NUMMER = NOMENCLATURE UNIT COST UNITS. AMOUNT 
45206 Tube, Vacuum, 6AK6 3 GFE 
45118 Tube, Vacuum, 6ASTG 3 GFE 
45198 Tbe, Vacuum, 6 X 4w 3 GFE 
45189 Tube, Vacuum, 807 2 GFE 
45186 Tube, Reflex Klystron, RK 5721 2 GFE 
45199 Tube, Vacuum, LOBY7A 2 GFE 
45039 Tube, Vacuum, 5642 3 GFE 
45151 Tube, Vacuum, 12AL5 1 GFE 
45125 Tube, Vacuum, 12AU6 3 GFE 
45127 Tube, Vacuum, 2K25 2 GFE 
45014 Tube, Vacuum, 6Y6 1 GFE 
45017 Tube, Vacuum, 6SL7 GT l GFE 
45183 Tube, Vacuum, 6SN7 1 GFE. 
45123 Tube, Vacuum, 6ACT 1 GFE 
45181 Tube, Vacuum, 6AWS 1 GFE 
45105 Tube, Vacuum, 6CG7 1 GFE 
kook. Tube, Vacuum, 6111 2 GFE 
45154 Tube, Vacuum, 5675 3 GFE 
45959 Tube, Vacuum, SUICB 2 GFE 
45095 Tube, Vacuum, 955 - GFE 
-19- 
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Supersedes: May 9, 1958 


Revision: B 


MP ESTIMATED NO. OF ‘ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST UNITS $$ AMOUNT 
270 45078 Tube, Vacuum, 616G 2 GFE 
271 45090 Tube, Vacuum, 6BG6G 2 GFE 
272 45110 Tube, Vacuum, 6BHOGY 2 GFE 
273 45088 Tube, Vacuum, 6SH7 2 GFE 
274 45172 Tube, Vacuum, 5Y3GT 3 GFE 
275 45085 Tube, Ballast, AMPERITE 

CO. No. 6-4 1 GFE 
276 45108 Tube, Vacuum, 6AK5 3 GFE 
277 45163 Tube, Vacuum, 6ARSGT 1 GFE 
278 45101 Tube, Vacuum, 6T 2 GFE 
279 45130 Tube, Vacuum, 6AV5GT 1 GFE 
280 45161 Tube, Vacuum, 6AS5GT 1 GFE 
281 45156 Tube, Vacuum, 6AFLA 1 CFE 
282 47338 Tube, Vacuum, 65J7 5 GFE 
283 45158 Tube, Vacuum, 2C40 1 GFE 
28h 45103 Tube, Vacuum, K5837 1 GFE 
285 45033 Tube, Vacuum, K5836 1 GFE 
286 45062 Tube, Vacuum, 6BL7 1 CFE 
287 45168 Tube, Vacuum, 6CD6 1 GFE 
208 45047 Tube, Vacuum, 5703WA 2 GFE 
239 45122 Tube, Vacuum, 6BA6 1 FE 
290 45114 Tube, Vacuum, 66 1 FE 


EQUIPMENT LIST BB 


DEPOT SPARES FOR SYSTEM } 


~20- 
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Supersedes: May 9, 1958 


Revision: B 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM 4 

MP ESTIMATED NO. OF ESTIMATED 
NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
20654 Potentiometer, 250 Ohms, 

OIMITE MFG. CO. No. CLU-2511 $ 2 $ cor 
20620 Potentiometer, 20 K, CLAROSTAT 

No. hOM-9 7 GFE 
20524 Potentiometer, Brush, AMERICAN 

ELECTRIC INDUCTION No. BIP150 

(Modified) 80.50 2 161.00 © 
20666 Potentiometer, 2W., 5000 Ohms, 

ALLEN-BRADLEY No. JU5022 2 GFE 
68017 Relay, SIGMA No. 22RJCC- 

12000, G-SIL 10 GFE 
68090 Relay, SIGMA No. 22RJCC- 

8000, G-SIL 2 GFE 
68082 Relay, 26.5 V., ALLIED CONTROL 

CO. INC. Type MH6D 2 GFE 
68043 Relay, PHILLIPS 270A-24-5A , 

(Case No. 43140-17) 51.89 1 51.89 ° 
68060 Relay, 115 V., ELGIN No. 

10300K 15.45 3 46.35 
68051 Relay, 28 V., DP4#1, COMAR 

ELECTRIC CO. No. C-5841 9.80 5 49.00" 
68078 Chopper, AIRPAX No. 300 5 GFE 
68073 Transformer, Isolation, | 

TRIAD No. JAF 33 10.20 2 20.40 
68045 Relay, MICRO-LITE ML-88 20.00 1 20.00° 
11804 Reel Motor and Gear, per 

R-W Dwg. No. 50240172-3 240.00 1 240.00 

505 Magazd hoo', per R-W Dwg. : 

ree a eoaieoh oe 185.00 1 185.00 ’ 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200070008-0 


308 


309 


310 


311 


Approved For Release 1999/09/08 : CIA-RDP81B00878RNQ0200079008-0 | 1958 


MP 
NUMMER 


11506 
11577 


11563 


11603 
11668 
11609 
11515 
11742 
eee 
LEDS 
11799 
11815 
70134 


(Olly 


EQUIPMENT LIST BB 


DEPOT SPARES FOR SYSTEM | 


NOMENCLATURE 


Flim, Tri-X Negative, 
16 MM., hoo' Roll 


Belt Assembly, Camera, 
per R-W Dwg. No. 50242203 


Lens, BELL AND HOWELL, 
Anvenieux - 1" f 0.95 
16 MM. Std. Lens 


Clutch, Assy., Camera, 
FLIGHT RESEARCH No. 202- (97 


Motor, Take-up, WESTERN 
GEAR No. P5B43 


Brush Assy., WESTERN GEAR 
No. 8018 


Gear, Worm, per R-W Dwg. 
No. 50242229 


Grease, Andok, Type C, 1 Lb. 
Can, STANDARD OIL OF NEW JERSEY 


Oil, 1/4 Oz. Jer, ELGIN 
Type M56B 


Special Change Bag, 
STANDARD CAMERA 


Clip, Mavazine, per R-W Dwa. 
No. 50242199 


Spacer, Camera, Lens, per 
R-W Dwy. No. 5022192 


Pin, Ply, AVIATION DEVELOPMENT 
TNC. No. A 4O9 


Pin, Plp, AVIALLON DEVELOPMENT 
THC, No. A WLO 


Supersedes: May 9, 1958 
Revision: B 
ESTIMATED NO. OF = ESTIMATED 
UNIT COST UNITS AMOUNT 
$ 93.20 10 $ 932.00 
DELETE 
225.00 1 225-00 
225.60 3 676.80 ~ 
104.40 2 208.80 - 
12.20 10 122.00 ° 
15.40 2 30.80 ' 
i GFE 
1 GFE 
17-35 1 17.35 
4.30 2 8.60 
4.30 2 8.607 
10 GFE 
10 GFE 
~2= 
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Supersedes: May 9, 1958 


Revision: B 


Lon anemone eer 


MP ESTIMATED NO. OF ESTIMATED 
NUMRER NOMENCLATURE UNIT COST UNITS AMOUNT 
11807 Pin, Pip, AVIATION DEVELOPMENT 

INC. No. 16-O9RD 5 GFE 
11520 Pin, Flat Head, AN393-11 20 GFE 
11569 Pin, Retaining, Safety, 

AN-416-2 20 GFE 
11359 Snap Ring, TRUARC No. 

5101-18 100 GFE 
11370 Snap Ring, TRUARC No. 

5100-18 100 CFE 
11393 Snap Ring, TRUARC No. 

5000-62 100 GFE 
11501 Snap Ring, TRUARC No. 

5100-25 100 GFE 
11524 Snap Ring, TRUARC No. 

5100-l2 100 GFE 
11491 Snap Ring, TRUARC No. 

5100-21 100 GFE 
11336 Snap Ring, TRUARC No. 

5100-37 100 GFE 
11361 Snap Ring, TRUARC "Ez" 

No. 5133-18 100 GFE 
11343 Snap Ring, TRUARC No. 

3000-87 100 GFE 
11353 Snap Ring, TRUARC No. 

5100-87 100 GFE 
11330 Snap Ring, TRUARC No. 

5002-2) 100 GFE 

-23- 
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Effective: June 16, 1958 


Supersedes: May 9, 1958 


Revision: B 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM 4 
MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMRER NOMENCLATURE UNIT COST UNITS AMOUNT 
334 11601 Coil, Tuning, pex R-W 
Dw. No. 50240548 $ 5.00 2 $ 10.00 
335 11612 Coil, Tuning, per R-W ; 
Dw. No. 50240552 5.00 2 10.00 ” 
336 11574 Coil, Tuning, per R-W Z 
Dwg. No. 50240558 5.00 2 10.00 
337 11606 Coil, Tuning, per R-W 
Dwe. No. 50240560 5.00 2 10.00 
338 11619 Coil, Tuning, per R-W 
Dwy. No. 50240561 5.00 2 10.00° 
339 11627 Coil, Tuning, per R-W , 
Dw. No. 50240562 5.00 2 10.00 
340 11605 Coll, Tuning, per R-W ‘ 
Dwg. No. 50240563 5.00 2 10.00 
341 11585 Coil, Tuning, per’ R-W 
Dwg. No. 50240662 5.00 2 10.00° 
342 11540 Coil, Tuning, per R-W y 
Dwy. No. 50241021 5.00 2 10.00 
343 11641 Power Supply, per R-W 
Dwy. No. 502%22h8 1,185.00 1 1,185.00 
2h 11697 Section, Hi-Voltage, Potted, . 
per R-W Dwg. No. 50242615 600.00 1 600.00 
8hS 11795 Motor, Generator, KEARFOTT 3 
No. RAO! -2E 153.49 2 306.98 
3hG 11599 Surce Arrestor Assembly, 
Potted, THYRITES TY1101 20.00 2 40.00 
-2h. 
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Revision: B 
EQUIPMENT LIST Bi 
DEPOT SPARES FOR SYSTEM 4 
Mp ESTIMATED NO. OF ESTIMATED 

ITEM NUMNER NOMENCLATURE UNIT COST UNITS AMOUNT 
37 11664 Diode, 1N591, Potted 

Assembly, per R-W Dwr. 

No. 50242304 $ 150.00 uN $ 600.00 
343 45174 Diode, 1N195 3 GFE 
3h9 40083 Coil, Adjustable, MILLER 

No. 4309 DELETE 
350 30611 Capacitor, Trimmer, 1.5- 

12.5 MFD, CAMBRIDGE No. 

CST-50 3 GFE 
351 68049 Chopper, BRISTOL No. C1016-9 49.00 2 98.00 
352 61092 Connector, AMPHENOL No. 27-15 Bh 2 1.68 
353 61195 Connector, WLNCHESTER 

No. M/P-LRN 2 GFE 
354 68096 Relay, ELGIN Neomatic 

No. NMIC2K 20.00 1 140.00" 
355 30618 Capacitor, 0.69 MFD, 100 V., 

+ 1%, HOPKINS Hytherm -1KT1694 2 GFE 
356 20585 Resistor, Deposited Carbon, 

43K, 1/2 W., + 1%, RNTOB302F, 

MIL-R-10509B 2 GFE 
357 hous Tape, Magnetic, 1" width, 

9000' lenzth, SCOTCH No. 159-90H 211.50 6 1,269.00 - 
358 09/0 Reel Assembly, Magnetic, per 
wy ) 
: R-W Dwi. No. 50240263 22)..50 3 664.50 
339 ShGBS Diode, TRANSITRON No. sv-8ol 2 CFE 
200 HOO%e Fuse, 10 Amp., 4AG, Slo-Blo, 

LUTPTLEFUSE No. 413010 20 GFE 
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MP 


NUMBER 


56035 


12025 


57021 


57024 


57026 


57028 


91030 


97032 


57034 


25006 


68601 


68609 


45135 


Effective: 


Revision: B 
EQUIPMENT LIST BB 
DEPOT SPARES FOR SYSTEM 4 
ESTIMATED NO. OF ESTIMATED 
NOMENCLATURE UNIT COST UNITS AMOUNT 
Fuse, 0.1 Amp., 4AG, Slo-Blo, 
LITTLEFUSE No’. 413. 100 $ 20 $ cre 
Belt, Endless, Flat, 1/2 X 22, 
TILTON No. 8-5-302 1.57 3 oo ¢ 
Fuse, 1/4 Amp. 3AG, Slo-Blo, 
LITTLEFUSE No. 315.250 DELETE 
Fuse, 15/100 Amp., 3AQ, 
Slo-Blo, LITTLEFUSE No. 315.140 DELETE 
Fuse, 3.2 Amp., 3AG, Slo- . 
Blo, LITTLEFUSE No. 31503.2 DELETE 
Fuse, 6/10 Amp., 3AG, Slo- 
Blo, LITTLOFUSE No. 315.600 DELETE 
Fuse, 1 Amp.) 3AG, Slo-Blo, 
LITTLEFUSE No. 315001 DELETE 
Fuse, 11/4 Amp., 3AG, Slo- 
Blo, LITTLEFUSE No. 3151.25 DELETE 
Fuse, 3 Amp-, 3AG, Slo-Blo, 
LITTLEFUSE No. 315003 DELETE 
Capacitor, .25 MFD, 600 V 
+ 20% - 10%, HOPKINS No. “ik6asky 2 GFE 
High Voltage Assembly, Oscillo- 
scope, No. 4403 Potted, per R-W - 
Dwg. No. 50242646 75.00 1 75.00 
Socket, Cathode Ray Tube, 
No. 34001610, Encapsulated, 
per R-W Dwg. No. 50242648 1.60 1 1.60 


Tube, Cathode Ray, No. 5AQP-11 
(DUMOKT) Modified per R-W Dwg. 


June 16, 1958 


Supersedes: May 9, 1958 
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11003 


55056 


k51h0 
45139 
45136 


12213 


11339 


Effective: June 16, 1958 
Supersedes: 9, 1958 


EQUIPMENT LIS? BB 


DEPOT SPARES FOR SYSTEM | 


NOMENCLATURE 


Diode Assembly, Encapsulated, 
10D-15 Board, per R-W Dwg. 
No. 502264) 


Pin, Roll, Cc. E. M. CO. 
Spirol Pin No. 031-250 MCP 


Diode, Silicon, 8 V., + 5% 
TRANSITRON No. SV-10117 


Tube, Vacuum, 6BMS 
Tube, Vacuum, 6BI6 
Tube, Vacuum, 2kK48 


Assembly, Gear Box, Capstan, 
Per R-W Dwg. No. 50240376 


Motor, AIR MARINE MOTORS 


Revision: B 
ESTIMATED NO. OF ESTIMATED 
AMOUNT UNITS AMOUNT 
$ 50.00 1 $ 50.00° 

6 CFE 

3 GFE 

2 GFE 

2 GFE 

2 GFE 
635.00 1 635.00 * 
275.00 1 275.00 ~ 
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